"You do not need to change settings inside SilverFast, unless you explicitely know why this should be done, to make things work. They already reconfigure themselves in correspondance to scan modes and types and color depth output selected.

If you e.g. forgo CMS input scanner profile settings, then SilverFast HDR or HDR Studio software do no longer know what scanner profile should be used when loading such raw HDR files to convert. You should probably simply preset the "Reset to defaults" in the lower right of the CMS prefs dialog.

Apart from this, the image written into the file is raw if and HDR mode had been selected for scanning. Changing things in the CMS settings will change meta data set and profile info also saved into the file, but not the data itself."

Best regards,
Sönke Noack
Director Support & Software Testing
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